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BY-LAW  NO.  5 


A  By-Law  to  Regulate  the 
Water  Works  of  the  Oty 
of  Femie« 


RATES     PAYABLE     MONTHLY     IN 
ADVANCE. 

1.— All  monthly  rate«,  meter  rates, 
and  rents  In  tlie  schedule  hereto  set 
out  (and  as  the  same  shall  be  from 
time  to  time  ehan^d)  shall  be  due 
and  payable  at  the  office  of  THE 
CROW'S  NEST  PASS  ELECTRIC 
LIGHT  &  POWER  COMPANY,  LIM- 
ITED. City  of  Fernie,  or  to  any 
person  authorized  by  them  to  re- 
ceive the  same,  mo(nthly  and  in  ad- 
vance on  the  FIRST  DAY  of  each 
and  every  month. 


GARDEN  AND  LAWN  SKRVICES  BY 
PERMIT  ONLY. 

2. -The  rate  for  garden  Irrigation 
^'^n   f?'*!"'^""^    and    like     services 
Shall   be  based  upon   an  estimate  of 
the  amount  of  water  which  will  be 
discharged  by  a  single  garden  hose, 
during  the  legal  hours   for  the  sea- 
Bon.  regard  being  had  to  the  extent 
of  ground   to   be   Irrigated,  and  the 
said  rate  may  from  time  to  time  be 
varied  accordingly.       No     consumer 
w^ho   l6   supplied  otherwise   than  by 
a  meter  service,  shall  use  any  water 
for  garden  irrigation,  lawn  sprink- 
ling, or  like  use.  until  he  has  obtain- 
ed a  written  permit  therefor.     Per- 
mits  for     garden     irrlgatloai.     lawn 
jprinkliug  and  like  service  shall  be 

*f  ^,Z  y°^  ^^^^^  **»e  FIRST  DAY 

2h   n^  ^'tJ^''^  ^**'-      ^'ach  permit 
^aU     authorize      the      holdeT     to 
uoe     water    for    garden    irrigation 
lawn  sprinkling  and  like  service  at' 

*^>.  *^^  ^^  **  ««»«»»  times  ooly 
Jf  the  CX)MPANY  shaU  from  time  t^ 
time  fix.    It  shall  be  lawful  for  the 


Manafrer  or  for  ttvo  Bupprlntend«nt 
of  tho  COMPANY  to  fix  the  days  end 
houTH  upon  or  during  whl<!h  garden 
Irrlffatlon.  lawn  sprinkling,  and  \\V> 
KervicoB  Hhall  be  alloivcd,  and  to  alt- 
rr  tlw  same  from  time  to  tlra«,  or  to 
prohibit  Rtich  garden  irrlgat'oti,  lawn 
sprinkling  and  like  »orv1ceR,  without 
other  or  further  notice  than  that 
g'.von  v<>rbnlly  or  by  mall  or  by  the 
pnblif;ation  of  the  order  in  a  new8> 
paper  circulating  In  the  City,  and  It 
Khali  he  the  duty  of  every  consumer 
to  conform  to  such  notice,  and  every 
ronmjmer  failing  or  refusing  to  do 
Ko  shall  be  guilty  of  a  breach  of  this 
By-Law. 

PKRMITS  Ic^^SUED  ON  PA-YMENT. 

8— Noi:erm:t  for  garden  Irriga- 
tion, Inwn  sprinkling  or  like  ser- 
vices shall  Iw  Issued  except  upon  the 
payment  of  the  full  amount  charge- 
ab'.e  thereon  for  the  season  in  ad- 
vance. 

MUST   STATE    PURPOSE    IN 
WRITING. 
4  —Water  shall   not  be  supplied  to 
Jinj-   consumer  except   in   the  case  of 
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a  meter  service,  unlcfis  and  until 
such  coneuraer  shall  have  stated  In 
writing,  the  purpose  for  which  such 
ivater  is  to  be  used,  giving  a  de- 
scription of  premises  and  number  and 
style  of  fixtures,  and  any  consumer 
using  water  for  PMy  purpose  other 
than  the  purpose  named  in  such 
statement  shall  be  guilty  of  a 
breach  of   this  By-Law. 

ALL  APPLICATIONS  TO  BE  MADE 
IN  WRITING  AT  THE  COMP- 
ANY'S  OFFICE. 

5.— Applications  for  the  laying  of 
service  pipes,  or  the  turning  on  or 
off  of  water  to  or  from  any  prem- 
ises shall  be  made  in  writing  at  the 
COMPANY'S  OFFICE,  and  when  such 
application  is  for  the  laying  of  a 
service  pipe  or  the  turning  on  of 
water  except  in  cases  where  the 
water  has  been  turned  off  at  the 
request  of  the  consumer  or  in  con- 
sequence of  the  infringement  of  the 
provisions  of  this  By-Law,  It  must 
be  signed  by  the  owner  of  such  pre- 
mises  or      by     his     duly  authorized 
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agent,  signing  as  sucb,  and  such 
owner  shall  be  personally  respon- 
sible for  tbe  payment  of  all  rates 
and  rents,  until  he  shall  have  de- 
livered to  the  COMPANY  a  duly  sign- 
ed notice  ordering  the  discontinu- 
ance of  such  service,  provided,  how- 
ever, that  the  Superintendent  for 
the  time  being  having  control  of  the 
worlcs  may  accept  an  appllcatlom 
signed  by  a  person  other  than  the 
owner  or  his  agent,  upon  the  writ- 
ten statement  of  such  person  that 
It  is  impossible  to  obtain  the  re- 
quired signature  at  the  time,  but  In 
all  such  cases.  It  shall  be  lawful  for 
the  Company  upon  giving  one  week's 
noticG  to  turn  off  the  water,  In  case 
an  amended  application,  signed  In 
accordance   with   the   provisions     of 

this  section,  be  not  supplied  within 
a  resonabVe  time.  And  provided 
further  that  water  may  be  supplied 
to  any  tenant  or  occupant  vrho 
shall,  and  so  long  and  so  long  only 
as  he  shall  pay  for  the  same  In  ad- 
vance. ' 


8 


COMPANY  TO  LAY  SERVICE  PIPE. 

6.— Upon  receipt  of  such  applica- 
tion from  the  owner  or  occupant 
of  any  premises  the  COMPANY  may 
provide  and  lay  down  an  ordinary 
house  service  from  the  main  to  the 
street  line  or  boundary,  but  the  ex- 
pense of  distribution  of  water 
through  buildi-ngs,  or  parts  of 
buildings,  shall  be  borne  or  paid  by 
the  proprietors,  tenants  or  occu- 
pants thereof,  and  for  each  such 
connection  from  the  main  the  COM- 
PANY shall  be  entitled  to  demand 
and  receive  from  the  applicant  a 
sum  not  exceeding  the  actual  cost 
thereof. 


WATER   NOT  TO   BE   SOLD  OR 
GIVEN  AWAY. 

7.— If  any  consumer  shall  use  an 
unusual  or  unnecessary  quantity  of 
water,  or  allow  water  to  run  to 
waste,  whether  wilfully  or  by  per- 
mitting leaky  pipes  to  remain  un- 
repaired, or  shall  vend,  give,  or  dis- 
pose of  such   water   to  others  than 
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the  members  of  his  household,  as 
stated  in  his  appUcation  (occasional 
guests  or  visitors  excepted)  or  shall 
allow  any  other  person  to  vend,  give 
or  dispose  of  water  from  the  works 
in  such  manner,  or  increase  by  any 
device  or  expedient  the  amount  of 
water  agreed  to  be  supplied  to  him 
by  the  COMPANY,  oir  practice  amy  de- 
ception upon  the  COMPANY,  or  Its 
agents,  with  a  view  to  obtain  a 
supply  of  water  grc  iter  than  he 
Khould  reasonably  be  supposed  to 
obtain  according  to  the  terms  of  his 
application,  he  shall  be  guilty  of  a 
breach  of  this  By-Law. 


CONSUMER    MAY    DECREASE    SER- 
VICE. 

8.— Any  consumer  supplied  other- 
wise than  by  a  meter  service,  who 
shall  desire  to  discontinue  In  part 
the  use  of  water  for  any  of  the  pur- 
poses stated  In  his  application  for 
such  service,  as  provided  by  Clause 
4  of  this  By-L«aw,  shall  give  notice 
of  his  Intention   at    the  COMPANY'S 
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OFFICE,  and  shall  further  show,  to 
the  satisfaction  of  the  Superinten- 
dent, that  the  use  of  water  for  such 
purposes  has  been  dlscomtinued.  and 
that  anjr  fittings  used  for  the  sup- 
ply of  water  for  such  purposes, 
have  been  disconnected  and  there- 
upon his  originai  application  and  the 
rate  charged  thereunder,  shall  be 
amended  accordingly. 

FIVE    DAYS'    NOTICE    TO    DISCON- 
TINUE   NECESSARY. 

9.— Consumers  must  give  five  days' 
notice  of  the  discontinuance  of  any 
service,  and  such  notice   must  be  in 
writing,   and    must    be    delivered  at 
the  COMPANY'S  OFFICE,  or  sent  to 
the    Superintendent   by   prepaid    re- 
gistered  letter,   properly   addressed, 
and  the  burden  of  proof  of  delivery 
or    posting  of   such    notice  shall   be 
upon  the  consumer.  Every  consumer 
shall   be   liable    for    the  full  amount 
of  ratefi  and  rents     chargeable  for 
the  service  for  five  days  after  such 
notice   has  been   so  delivered  or  re- 
ceived at  the  said  office. 
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FEE  TO  BE  PAID   FOR  RESUMING 
SERVICE. 

10.— When  any  service  has  been 
discontinued  from  any  premises  for 
non-payment  of  rate  or  rent,  or  in- 
fringement of  terms  or  of  this  By- 
Law,  or  at  the  request  of  the  con- 
sumer or  of  the  owner  of  the  pre-m- 
ises.  the  COMPANY  may  require  pay- 
ment of  a  fee  not  exceeding  one  dol- 
lar, before  ordering  the  service  to 
be    resumed. 

SERVICES  TO  BE  CUT  IF  RATE 
NOT  PAID. 
11.— In  cajse  of  the  non-payment  of 
rates  or  rent,  for  ten  days  after  the 
day  upon  which  they  shall  have  be- 
come due  and  payable,  the  COMP- 
ANY may  cut  off  the  service,  in  re- 
spect of  which  such  rates  or  rents 
are    due    without    notice. 

BUILDERS      MUST     OBTAIN     PER- 
MIT. 

12.— No  contractor,  builder  or 
other  person  shall  use  for  building 
purposes  of  any  kind,  or  descrip- 
tion, any  water  from  any  pipe  or 
main  of  the  water-works  without  a 
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written  periaiBSlcxn  from  the  Company 
or  Superintendent  nor  until  the  rate 
fixed  by  the  regulations  in  force  at 
the  time  has  been  paid,  and  all 
rules  made  for  properly  protecting 
the  supply  pipe  have  been  complied 
with. 

INSPECTION    AND    REPAIRS. 

13.— The  Superintendent,  or  any 
person  authorized  by  him  may 
make  personal  inspection  of  all 
pipes  and  taps  used  for  distributing^ 
water  in  any  buildings  in  the  City, 
and,  if  any  be  found  leaky  or  defec- 
tive, or  if  any  waste  of  water  is 
found  to  exist,  notice  will  be  given 
to  have  the  defects  remedied,  and  if 
they  are  not  so  remedied  within  24 
hours  from  the  service  of  such  no- 
tice, the  water  supply  uray  be  turn- 
ed off. 

COMPANY  TO  MAKE  ALL  CONNEC- 
TIONS. 

14.— No  person,  except  the  duly  au- 
thorized agents  of  the  Company, 
shall    tap    or    make    any   connection 
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with  the  City  nuains  or  turn  off  or 
on    any   COMPANY    stop-cock. 

HYDRANTS  wOT  TO  BE  USED 
WITHOUT  PERMIT. 

15.— No  hydrant  shall  be  used  for 
watering  or  for  any  other  purpose, 
by  any  persotn  except  by  the  Supcrin- 
tend-ent,  unless  special  written  per- 
mission be  given  by  the  COMPANY 
and  anyone  doing  so  shall  be  guilty 
of  a  breach  of  this  By-Law. 

STOP-COCKS  NOT  TO  BE  TURNED. 

16.— No  person  shall  in  any  man- 
ner interfere  or  meddle  with  the 
water  service  in  any  street,  or 
make  any  addition  or  alteration 
whatever  in  or  about,  or  turn  on  or 
off  any  COMPANY  stop-cock,  or  gate, 
without  permission  of  the  COMP- 
ANY, or  the  Superintendent. 

SPACES  BEYOND  STREET  LINE. 

17.— In  all  cases  where  a  vacant 
space  intervenes  between  the  out- 
er line  of  the  street  and  the  wall  of 
the  building,  or  other  place  into 
which  the  water  is  to  be  taken,  the 
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COMPANY  may,  with  the  coimanl  of 
th€  owner,  lay  the  service  pipes 
across  such  vacant  space  and  charge 
the  cost  thereof  to  the  owner  of  the 
premises,  or  such  owner  may  him- 
»elf  lay  such  service  pipes,  provldod 
the  same  Is  done  to  the  satisfaction 
of  the  COMPANY  or  person  appoint- 
ed by   them    In   that  behalf. 

EXF  :nse  laying   and   repair- 
ing   SERVICES  TO   BE    PAID 
BY   CONSUMER. 

IS.— The  expense  Incidental  to  the 
laying  and  repairing,  as  herein- 
after provided,  of  such  service  pipes 
If  laid  or  repaired  by  the  COMP- 
ANY (except  the  repairing  of  the 
service  pipes,  from  the  main  pipe  to 
the  outer  limit  of  the  streets  as 
aforesaid,  which  shall  be  borne  sole- 
ly by  the  COMPANY),  or  of  superin- 
tending the  laying  or  repairing  of 
the  same  If  laid  or  repaired  by  any 
other  person,  shall  be  payable  by  the 
owner  on  demand  to  the  COMPANY, 
or,  if  not  so  paid,  may  be  collected 
forthwith   in   the  same   manner    as 
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water  rates ;  provided  that  In  no 
case  shall  the  said  expeneo  of  super- 
Intending  the  laying  or  repairing  of 
such  service.  If  laid  or  repaired  by 
any  other  person  as  aioresald,  ex- 
ceed one  dollai'. 

CONSUMER  TO  REPAIR  BEYOND 
STREET  LINE. 
19.— The  service  pipes  from  the 
line  of  street  to  the  inteirior  face  of 
the  outer  wall  of  the  building  sup- 
plied, together  with  all  branches, 
couplings,  stop-cocks,  ejnd  apparatus 
placed  therein  by  the  COMPANY, 
shall  be  under  their  control,  and  if 
any  damage  Is  done  to  this  portion 
of  the  service  pipe  or  Its  fittings, 
either  by  neglect  or  otherwise^  the 
occupant  or  owner  of  ttie  Lands  shall 
forthwith  repair  the  sairae  to  the 
satisfaction  of  the  COMPANY  ;  and 
in  default  of  his  so  doing  whether 
notified  or  not,  the  COMPANY  may 
enter  upon  the  lands  where  such  ser- 
vice pipes  are,  and  by  their  officers, 
servants,  or  agents  repair  the  same, 
and  charge  the  same  to  the  owneir 

of  the  p7eml«es,  as  herehibefore  pro- 
vided. 


STOP-COCKS  NOT  TO  BE  TURNED 
EXCEPT    IN    CASE    OF    ACCI- 
DENTS,   ETC. 

20.— The  stop-cock  placed  by  the 
COMPANY  Inside  the  wall  of  the 
building  shall  not  be  used  by  the 
water  tenant,  except  lu  cases  of  ac- 
cident, or  for  the  protection  of  the 
building  or  the  pipes,  and  to  pre- 
vent the  flooding  of  the  premises. 

TAPS  TO  BE  APPROVED  BY  THE 
COMPANY. 

21  —All  persons  supplied  with  wat- 
er by  the  COMPANY  may  be  requir- 
ed by  the  COMPANY  to  place  only 
such  taps  for  drawing  and  sUu  cling 
off  the  water  as  are  approved  by 
the  COMPANY. 

RAT^  S  MAY  BE  RECOVERED  AS 
DEBT. 

22.— All  sums  payable  by  the  own- 
er or  occupaait  of  any  house,  tene- 
ment, or  lands  for  the  water  sup- 
plied to  htm  there,  or  for  the  use 
thereof,  and  all  ratea,  costs  and 
charges     by     this   By-Law   or    any 
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auiendnicnt  hereof  to  be  collected  in 
the  same  luaniner  as  water  ratos,  may 
lAi  recovered  as  a  debt  by  suit  In 
any  Court  ol  competent  Jurisdiction. 

LIABILITY     FOR     DAMAGE  BY 
BREAKING   PIPES. 

23 -The  COMPANY  shall  not  bo  li- 
able for  the  laUure  ol  the  supply  of 
water  at  any  time  nor  for  any  loss 
which  may  be  occasioned  therefrom, 
nor  for  damages  caused  by  the 
breaking  of  any  service  pipes,  or  at- 
tachments, or  for  any  shutting  off 
of  any  water  to  repair  or  to  tap 
the  mains  if  reasonable  notice  of  the 
intention  to  shut  off  the  water  is 
given  whenever  the  same  Is  shut 
off  more  than  six  hours  at  any  one 
time.  !  1 


NO  HOUSE  WATER  FROM  HYD- 
RANTS. 

24.— The  COMPANY  will  not  sup- 
ply watier  for  house  purposes  from 
any  service  pipe  ending  outside  the 
building  served,  and   may   shut    off 
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tli«  Bupply  to  ■ach  oat  of  door  hjd- 
raot«  a«  are  at  present  eo  aeeci  on 
srlTlng  one  month*!  notice  of  their 
intention  to  do  so. 


10 


SCHEDULE 


RATES   TO    RESIDENCES. 

Per  Month. 

Residence,  one  family  92.60 

Bath,  each 50 

Water  Closet,  each 50 

Urinals,  bach 60 

RATES   TO    BUSINESS    PREMISES. 
ETC. 

Blocks,  Stores,  Etc.— 

General  Charg^e. 
Less     than    1,000     f<;et     floor 

BOCvvv      •••      •*•      k    ■       ••■     »••     •••      •••     ••• 

Each  additional  1.000  feet  or 

fraction  thereof  

Bath,  each  

WAvGr    L/lOSGXi    60011    •••    •••    •••    ••• 

Urinal,  each  

Additional  Charges. 
If  residence  inclnded,  residence 


9^.00 

.50 
.60 
.60 
.60 
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rate  in  addition  to  fore- 
going rates. 

If  sleeping  rooms  Included,  in 

addition  to  foregoing  rates, 

each  room  

Drug  Store  in  addition  to 
foregoing  rates  

Offices.  Dental  Parlors,  in  ad- 
dition to  forgeoing  rates.  $ 

Soda  Water  Fountains,  in  ad- 
dition   to    foregoing    rates 

Vegetable  fountains.  In  addi- 
tion to  foregoimg  rates 

Boiler  for  steam  heating  or 
hot  water,  in  addition  to 
foregoing  rates  

Engines,    5    H.    P.    or   less   in 

addition  to  foregoing  rates 

Each    additional    H.P 

Fire  plugs,  in  addition  to  fore- 
going rates 


•••      ••• 


Barber  Shops- 
First  chair  

Each  additional  chair 
Baths,  each  


.25 
1.00 

.  to  $5 

$3.00 

2.00 

1.00 

1.50 
.10 

5.00 

1.50 

.50 

1.00 


Bakeries- 
According   to   work    done   $3  to 
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Greenhouses,  CJonservatories— 
$lto$5 

Laundries- 
According  to  water  used,  $3  to  $10 
The  Oomipany  reserves  the 
right  of  meteriog. 
Restaurants — 
According  to   water    used. ..$3    to  $7 
The  Ck>mpany  reserves  the 
right  of  meteriing. 

Hotels,  not  including  bar— 

I'p  to  25  rooms   

From  25  to  40  rooms  . 
From  40  to  60  rooms  .. 
From  60  to  100  rooms  . 
Baths,  1st  , 

Each   additional   

Water  Closets,   Ist   

Each   additional   

Urinals,    1st    

Each    additional   


•  •      ••• 


Bar,  in  hotel  or  club  

Each  water  beer  pump  an  ad- 
ditional charge  of  

Boarding  Houses— 
Hesidcnce  rate  and  an   addi- 
tional charge  per  room  of 


$5.00 
6.00 
7.00 
8.00 
1.50 
1.00 
1.00 

.50 
1.00 

.50 

5.00 
1.00 


.25 
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Stables- 
Private,  per  horse  or  cow  ... 
Each     additional     horse    or 

cow   

Public  or  livery,  5  horses  or 

cows  or   less  

Each   additional   

Hydrants- 
Public,   per   hour   or   fraction 
thereof   


.50 

.25 

5.00 
.25 


10.00 


RATES  FOR  TEMPORARY  SER- 
VICE. 

Per    1,000   bricks    ^^^ 

Stone,  per  cubic  yard   10c 

Lime,  per  barrel  ^^ 

Cement,  per   barrel   15^ 

Other  purposes  at  special  rates. 

RATES  FOR  GARDEN  IRRIGATION. 

Lawn,  garden  or  sprinkUng 
service,  3-16  inch  to  1-4 
inch  nozzle,  use  limited  to 
two  hours  each  day  be- 
tween 6  and  8  p.m.,  for 
season,  for  each  lot  60x120 
feet,  or  less  $5.00 


.tti 
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METER  RATES. 

75,000  Gallons  or  less  

50c  per  M.,  igul. 

250.000  gallons  or  less  

r-5c  per  M.  jgal. 

Over  250,000  gallons 

15c  per  M.  igal. 

METER  READING. 

Up    to   3-4   inch    50c  per    month 

3-4   inch  to  2  inch   ...  $1  per   month 
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THE  FOLLOWING  ARE  THE  PRO- 
VISIONS OF  SECTION  76  OF  THE 
WATER  CLAUSES  CONSOLIDA- 
TION ACT  OF  BRITISH  COLUM- 
BIA : 

If  any  person  does  or  commits  any 
of  the  following  acts  : 

(a)    Wilfully  or  maliciously  hinders 
or    interrupts,    or     causes,    or    pro- 
cures to  be  hindered  or  interrupted 
the   company,     or     their    managers, 
contractors,  servants,  agents,  work- 
men,  or   any   of    them,  in   the   exer- 
cise  of  any  of    the  powers  and  au- 
thorities  authorized   and   contained; 
(b)     Wilfully  or  maliciously  lets  off 
or  discharges  any  water  so  that  the 
same  runs   waste  or   useless,  out  of 
the  said  works  ; 

(d)  Not  being  in  the  employment 
of  the  company,  and  not  being  a 
member  of  the  fire  brigade  and  duly 
authorized  in  that  behalf,  wilfully 
opens  or  closes  aaiy  hydrant,  or  ob- 
structs the  free  access  to  any  hyd- 
rant, stop-cock,  chamber,  pipe  or 
hydrant  chamber,  by  placing  on  it 
any  building    material,    rubbish,  or 
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other  obstruction  ; 

(e)  Throws  or  deposits  any  injur- 
ious, noisome,  or  offensive  matter 
into  the  water  or  water-works,  or 
"pon  the  ice,  in  case  such  water  is 
frozen,  or  in  any  way  fouls  the  wat- 
er, or  Ci.iumita  any  wilful  damage  or 
mjury  to  the  works,  pipes,  or  wfter, 

m    T^^f^^  ^^^  '^™«  *°  ^  done 
(f)    Wilfully    alters    any    meter    o^ 

the  watcr-works  placed  upon  any 
service  pipe  or  connected  therewith 
uithin  or  without  any  house,  build- 
ing, or  other  place,  so  as  to  lessen 
or  alter  the  amount  of  water  re- 
gistered thereby.  unless  specially 
authorized  by  the  said  company  for 
that    particular    purpose    and  occa- 

(e)  Lays  or  causes  to  be  laid  any 
pipe  or  main  to  communicate  with 
any  pipe  or  main  of  the  said  water- 
works, or  wrongfully  takes  or  ap- 
propriates to  his  own  use  any  water 
from  any  public  or  private  tap,  or 
in  any  way  obtains  or  uses  any 
water  of  the  said  water-works  with^ 
out  the  consent  of  the  said  comp- 
any ;  ^ 
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(h)  Bathefi,  or  washes,  or  cleanses 
any  wool,  cloth,  leather,  skins  or 
animals,  or  places  any  nuisance  or 
off'^usive  thing  within  or  near  the 
source  of  supply  of  any  water-worka 
system,  in  any  lake,  river,  stream, 
source  or  fountain  from  which  the 
water  of  the  said  water-works  sys- 
tem is  obta.ined,  or  conveys,  or 
casts,  throws,  or  puts  any  filth, 
dirt,  dead  carcasses,  or  other  noi- 
some or  offensive  thing  therein,  or 
causes,  permits,  or  suffers  the  water 
of  any  sink,  sewer  or  drain  to  run 
or  be  conveyed  into  the  same,  or 
causes  any  other  thing  to  be  done 
whereby  the  water  therein  may  be 
in  anywise  tainted  or   fouled ; 

Such  person  shall,  for  any  such 
act.  upon  summary  conviction,  be 
liable  to  a  penalty  not  exceeding 
two  hundred  and  fifty  dollars,  to- 
gether with  the  costs  and  charges 
attending  the  proceedings  and  con- 
viction. 
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